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In reply refer to: 
Letter AKP-I-5388 


STATINTL 



In compliance with reference item in subject contract, we 
enclose one (l) copy each of Figure l's for one (l) unit 
each of: 


531A980 -001-101 
531AQ11-001-101 
531A980-350-101 
5 31A98Q- 450-101 


RCD Tester 

Static Pressure Tester 
ROD Optical Accessory Kit 
ROD Chemical. Accessory Kit 


Copies have been forwarded to 


STATINTL 
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